FY 2017: Year In Review 
CON Applications and Non-Applicability Requests Processed 


Number of Approved 


Type of Project i 
yp 4 Applications/Requests oF — ae 
Conditionally 


Equipment $64,108,709 
Hospital & LTCH $33,378,820 


ICF/SNF $142,229,342 
RCF/ALF $166,431,956 
2 Categories of Care $21,140,495 
SUB-TOTAL $427,289,322 


Non-Applicability $543,773,229 


GRAND TOTAL 


Long-Term Care Projects 


Project Types RCF/ALF ICF/SNF 2 Categories of Care LTCH TOTAL 


Apps RCF/ALF SNF/ICF 
& Reqs Beds Beds 
Full Applications 
New Facility 1 25** 
Add Beds 0 0 


Expedited Applications 


Bed Purchase* 


Bed Replacement* 


Renovate/ Modernize 


Non-Applicability 
10-Bed/10% 
<S600,000 
Non-Substantive 


CON - Certificate of Need 
RCF - Residential Living Facility 
ALF- Assisted Living Facility 
ICF - Intermediate Care Facility 
SNF - Skilled Nursing Facility 
LTCH - Long-Term Care Hospital 


* Includes projects to add LTC beds and renovate/modernize an LTC facility. 
** Includes project to establish a 25-bed SNF and renovate/modernize an LTCH. 


